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Message Text 

UNCLASSIFIED 

PAGE 01 ZAGREB 00387 I10922Z 
ACTION EUR- 1 2 

INFO OCT-OI EB-07 ISO-00 PASS-00 /020W 

I20658Z 007776/10 

R 10I428Z MAY 77 
FM AMCONSUL ZAGREB 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 4464 
AMEMBASSY BELGRADE 

UNCLAS ZAGREB 387 

E.O. 11652: N/A 
TAGS: BTIO, YO 

SUBJECT: EOREIGN GOVERNMENT TENDER 

TO: VIRGINIA YORIO FOR J.S. WALKER 
GENERAL ELECTRIC CO. 

570 LEXINGTON AVENUE 
NEW YORK, N.Y. 10022 

TELEX: RCA 234 698 

SUMMARY: CLINICAL CENTER IN LJUBLJANA IS SEEKING BIDS FOR 10 
DIALYSIS MONITORS. APPROXIMATE VALUE OF EQUIPMENT OVER 100,000 
DOLLARS. END SUMMARY. 

1. 479/02/T0006 

2. 05/10/77 

3. RBRADTKE 

4. 479 YUGOSLAVIA 

5. Y - HOSPITAL 

UNCLASSIFIED 

UNCLASSIFIED 
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6. A REPLY TO - 
6.B NA 

6.C KLINICNI CENTER 
COMMERCIAL DEPARTMENT 
COMMISSION FOR BIDS 
BOHORICEVA 28, 

61000 LJUBLJANA PHONE: (061)323-883 
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7. SLUZBENI LIST SFRJ, NO. 21, OF APRIL 22, 1977 

8. JULY 22, 1977 

9. 204 9.A FOREIGN COMMERCIAL TENDER 

10. DESCRIPTION: 

3841085 - 10 MONITORS FOR DIALYSIS WITH FOLLOWING TECHNICAL 
CHARACTERISTICS: MONITOR FOR DIALYSIS SOLUTION AND BLOOD TRANS- 
FUSION. REQUIREMENTS FOR DIALYSIS SOLUTION ARE: SINGLE-PASS 
UNIT WITH INDIVIDUAL AUTOMATIC PROPORTIONAL SYSTEM; COMPLETE 
MONITORING; EFFICIENT SYSTEM OF RE- AIRING; PROGRAM FOR HOT 
DISINFECTING. REQUIREMENTS FOR BLOOD TRANSFUSION: BLOOD PUMP; 

A DOUBLE MANOMETER FOR BLOOD PRESSURE; A SYSTEM FOR CONTROL OF 
NEGATIVE ARTER RIAL PRESSURE; AIR DETECTOR IN VEINS COLLECTOR; MAG- 
NETIC SHUTTER AND A SYSTEM FOR DIALYSIS WITH ONE NEEDLE; AND, 

A PUMP FOR CONTINUOUS HEPARINIZATION. 

1 1 . BIDS IN 4 COPIES SHOULD CONTAIN PRICE WITH EXACT RATE OF 
EXCHANGE, DELIVERY DATE, GUARANTEE PERIOD AND ITS TERMS, STATE- 
MENTINDICATING HOW MANY YEARS AFTER DELIVERY SPARE PARTS WILL 
BE AVAILABLE; MOUNTING DATA, SERVICING DATA, SAFETY STANDARDS, 
CONSIGNATION, AND AGENT, TRADE REFERENCES AND FINANCIAL TERMS 
FOR IMMEDIATE PAYMENT. THE BID SHOULD BE SUBMITTED WITH 
PROSPECTUS. ON THE ENVELOPE OF BID WRITE: ' OFFICIAL GAZETTE 
SFRYNO. 21." 

UNCLASSIFIED 

UNCLASSIFIED 
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12. SPECIAL HANDLING REQUESTED ACCORDING TO CRITERIA A - HIGH 
PROBABILITY OF EUCCESS (VALUE OF ALL PRODUCTS EXCEEDING 0100). 

AMERICAN CONSULATE GENERAL 
ZAGREB, YUGOSLAVIA. 

KAISER 

NOTE BY OC/T: PASSED ABOVE ADDRESSEE. 


UNCLASSIFIED 


NNN 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 -Jan-1 994 12:00:00 am 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Sent Date: 10-May-1977 12:00:00 am 
Decaption Date: 01 -Jan-1 960 12:00:00 am 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 -Jan-1 960 12:00:00 am 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1977ZAGREB00387 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D7701 67-0270 

Format: TEL 
From: ZAGREB 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1977/newtext/t19770573/aaaacktq.tel 

Line Count: 105 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: 9ef84497-c288-dd11-92da-001cc4696bcc 

Office: ACTION EUR 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
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Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 08-Nov-2004 12:00:00 am 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 2577367 
Secure: OPEN 
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